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1145 August 7, 1908 

Report from Kobe — Inspection of vessels — Examination of emigrants — 
Smallpox and plague at Kobe and Osaka. 

Acting Assistant Surgeon Slade reports, July 2 and 9: 

Week ended June 27. Supplemental bills of health granted to 4 
steamships and 1 original bill of health to 1 steamship. Ninety mem- 
bers of crews and 373 steerage passengers were inspected. Twenty- 
eight members of crews and 46 steerage passengers were bathed and 
disinfected and the effects were disinfected by steam. The number of 
pieces of baggage steamed was 145 and of bedding 127. Manifests 
were visded for 44,121 pieces of freight, amounting to 3,446 tons. 

Emigrants were examined as follows: Steamship Korea, for Hono- 
lulu, passed 45; recommended for rejection 20; steamship Korea, for 
San Francisco, passed none; recommended for rejection 1. 

The report from Osaka for the week ended June 27 shows 1 case of 
plague with 1 death and 3 cases of smallpox with 1 death. 

Week ended July 4. Supplemental bills of health granted to 7 
steamships. 

There were inspected 267 members of crews and 169 steerage pas- 
sengers. Eighty-six steerage passengers were bathed and disinfected 
and their effects were disinfected by steam. The number of pieces of 
baggage steamed was 207, and of bedding 176. Manifests viseed for 
51,080 pieces of freight, amounting to 3,762 tons. 

Emigrants were examined as follows: Steamship Kaga-Maru, for 
Seattle, passed 34; recommended for rejection 18; steamship America- 
Mane, for Honolulu, passed 46; recommended for rejection 20, and 
steamship America- Maru, for San Francisco, passed 1, recommended 
for rejection 1. The emigrants passed, together with 5 intending 
passengers to Victoria by the steamship Kaga-Maru, were inspected, 
bathed, and disinfected and their effects were disinfected before 
embarkation. 

The official returns of infectious diseases for the week show that 
there were reported in Kobe 1 case of smallpox and 1 case of plague. 

MEXICO. 

Report from Coatzacoalcos — Inspection and fumigation of vessels. 

Acting Assistant Surgeon Thompson reports, July 23 : 

Two weeks ended July 22. Four vessels bound for United States 
ports were inspected. One of these was fumigated. 

No illness occurred on any of the vessels while in port. 

Malaria is the prevailing disease in port. No cases of any quaran- 
tinable disease have been reported during the period covered by this 
report. 

Reports from. Veracruz — Inspection and fumigation of vessels — Sani- 
tary conditions. 

Acting Assistant Surgeon Jacobs reports, July 19: 

Week ended July 18. Two vessels bound for United States ports 

were inspected and 2 inspected and fumigated. 

Health conditions are fair, except for the 3 cases of yellow fever 

previously reported; no other quarantinable disease has been recorded. 



